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Off-Hook Alarm Security 


OHAS messages 


OHAS0000 dn Is c u hh:mm:ss  Off-Hook Alarm has occurred due to dial tone or interdigit 
timeout. 


OHAS0001 dn Is cu hh:mm:ss Off-Hook Alarm has occurred due to forced out-of-service call 
treatment. 
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